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c. EGFA 7030 

RESPONSE TO REF WAS DELAYED FOR DISUCSSION te'IT^J 

ARE ,NF0 ® €D roT v,smKS - T0 CURW 2 ref A harvard mmmmm 

VSRE iV0T SUDGETED 8Y ^ISTICS THIS STATION ONLY PROJECTED IN LOG FORECAST. 

R£ p/m 3 REF A FOB AS© CABE20NE PROVIDE SUPPORT HARVARD OK AD HOC BASIS FOR 

emergencies only. rmppmiSM, based ok harvard experience past nine months 

INDICATES NO WEED FOR FOUR HOUSES PER ESTIMATE IK FRAN 571? 4 FOLLOWING JS 

LATEST ESTIMATE BASES ON DOLLAR COSTS REFLECTED IN PART 2 OF FIELD , PROJECT 

FW HQ S UNDER £GFA 7 O 3 O SEPT: ONE HOUSE WITH HOUSEKEEPER 8,750 DOLLARS ANNUALLY. 

10 APTS TWO OR THREE BEDROOM AT 4,2<*> DOLLARS EACH ANNUALLY WITHOUT HOUSEKEEPERS. 

NEV/ TOTAL FINAL ESTIMATE 5 1,fcO DOLLARS. FTI FOB EXPERIENCE' REVEALS ANALYSIS 

OF COST ELEMENTS PROJECT .EACH IN EGFA 7^3 0 SUBSTANTIALLY ACCURATE. 
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